F.  RAY  COMSTOCK  AND  WILLIAM  ELLIOTT 
ANNOUNCE 

The  Sixth  New  York  Princess  Theatre  Smart  Musical  Comedy  Success 

“OH!  MY  DEAR!” 

BOOK  AND  LYRICS  BY  GUY  BOLTON  and  P.  G.  WODEHOUSE 
MUSIC  BY  LOUIS  HIRSCH 

STAGED  BY  ROBERT  MILTON  AND  EDWARD  ROYCE 

“Oh!  My  Dear!”  is  the  dainty  and  melodious  successor  to  “Nobody 
Home”,  “Very  Good  Eddie”,  “Oh!  Boy!”  and  “Oh!  Lady  Lady!”. 

F.  Ray  Comstock’s  New  York  Princess  Theatre  is  the  only  play- 
house in  this  country  that  is  a recognized  American  institution. 


When  in  New  York  don’t  fail  to  see  “Oh!  My  Dear!” 
at  the  Princess  Theatre,  39th  St.,  West. 


“Oh,  My  Dear!”  Here’s  another  Princess  Hit.  Daring 
and  really  dear.  Yes,  dear — beg  pardon^‘Oh,  My  Dear!’ 
is  better  than  ‘Oh,  Boy!”,  and  by  daring  is  meant  that  it 
dares  to  be  intelligent.  F.  Ray  Comstock  and  William  Elliott, 
together  with  their  librettists,  Guy  Bolton  and  P.  G.  Wodehouse, 
and  their  composer  Louis  A.  Hirsch,  obtained  their  Sixth  Triumph  last  evening. 
‘Oh,  My  Dear!’  is  not  to  be  missed,  however  dear  such  dears  may  come.” 

NEW  YORK  HERALD. 

“ ‘The  best  musical  show  F.  Ray  Comstock  and  William  Elliott  have  yet 
produced  at  the  Princess  Theatre.  This  was  the  verdict  of  the  audience 
that  witnessed  the  first  performance  of  ‘Oh,  My  Dear!’  last  night.  There 
is  everything  in  ‘Oh,  My  Dear!’  to  make  it  popular,  and  it  can  stay  at  the  Prin- 
cess until  the  cows  come  home  if  Messrs.  Comstock  and  Elliott  choose  to 
keep  it.”  NEW  YORK  GLOBE. 


